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Message Text 



UNCLASSIFIED 
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50 

ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /015W 

116984 

R 250807Z JUL 74 
FM AMEMBASSY SEOUL 
TO USDOC WASHDC 
AMCONGEN HONGKONG 
AMEMBASSY SINGAPORE 
AMEMBASSY MANILA 
INFO SECSTATE WASHDC 5056 
U.S. DEPARTMENT OF TREASURY 

UNCLAS SEOUL 4842 

MANILA FOR USADB 

E.O. 11652: N/A 

TAGS: BEXP, BMEP, EAID, EFIN, KS 

SUBJECT: MAJOR PROJECT: RELOCATION OF SEOUL METROPOLITAN 
WATER INTAKES 

REF: A. STATE A-3450 

B. SEOUL 1253, 22 FEBRUARY 1974 

C. SEOUL A-3, 8 JANUARY 1974 

D. SEOUL 3451, 31 MAY 1973 

1. PROJECT DESCRIPTION: RELOCATION OF SEOUL METROPOLITAN 
WATER INTAKES IS SCHEDULED TO BE COMPLETED BY 1977. 
MINISTRY OF CONSTRUCTION SOURCES STATE CONSTRUCTION 
WORK ON RAW WATER INTAKES AT PALDANG, 9 KILOMETERS 
EAST OF SEOUL, HAS BEEN COMPLETED. ORIGINAL PLANS 
FOR IMPORT REROLLING COILS AND STEEL PLATES FOR 
FABRICATION OF TWO RAW WATER TRANSMISSION PIPELINES, 

88.5 KM IN LENGTH AND 1.2 MILLION MTD CAPACITY ARE NOW 
UNDER RECONSIDERATION AT SUGGESTION OF ADB WHO 
WISH PRESTRESSED CONCRETE PIPES INCLUDED ASM 
ELIGIBLE ITEM. CAMP, DRESSER AND MCKEE (CDM), 

BOSTON CONSULTANT FIRM, WAS CONSULTANT FIRM SELECTED 
IN JANUARY 1974, AND AWARDED $445,000 CONTRACT, CDM'S 
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SERVICES WILL INCLUDE REVIEW OF PROJECT DESIGN, 
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ASSISTANCE IN PREPARATION OF TENDER DOCUMENTS, 
EVALUATION OF BIDS AND SUPERVISION OF CONSTRUCTION. 

2. IMPLEMENTING OFFICE: CONTACT - 

MR. D.A. POOLE 

RESIDENT MANAGER 

CAMP, DRESSER AND MCKEE 

C/O METROPOLITAN WATER DEVELOPMENT 

PROJECT OFFICE 

22-2 CHONG-DONG, SUDAEMUN-KU 120 
SEOUL, KOREA PH. 22-6396 

3. COST AND FINANCING: SUBJECT PROJECT FINANCED THRU 
$25.6 MILLION ADB LOAN. 

R. EXPECTED BID DATES: BIDS WILT. PROBABLY BE LET BY 
ROKG OFFICE OF SUPPLY (OSROK) LATE 1974. COPIES OF 
OSROK'S GENERAL PROVISIONS FOR BIDDING AND CONTRACTING, 
AND REGISTRATION FORMS MAY BE OBTAINED FROM: 

MR. CHUNG, HAE SHIK 
ADMINISTRATOR 
OFFICE OF SUPPLY 

GOVERNMENT OF THE REPUBLIC OF KOREA (OSROK) 

SEOUL 110, KOREA 
OSROK'S NEW YORK OFFICE: 

MR. PARK, JOONG HO 
OSROK PROCUREMENT OFFICER 
C/O KOREAN CONSULATE GENERAL 
720 FIFTH AVE. 

NEW YORK, N.Y. 10019 
PHONE (212) 586-5829 

OSROK DIRECTLY FORWARDS THEIR PUBLISHED 
BID DOCUMENTS TO USDOC. 

5. POTENTIAL U.S. SALES: ITEMS TO BE PURCHASED FOR 
SUBJECT PROJECT INCLUDE; PIPE OR PIPE MATERIALS; CIRCUIT 
BREAKER, 161 KV (3). DISCONNECT SWITCH, 161 KV (3). METERING 
UNIT (1), POWER TRANSFORMER, 161 KV TO 6.9 KV, 
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20,000 KVA (2), SWITCHGEAR 6600 V (7 PANELS), MOTOR CONTROL 
CENTER-MAGNETIC STARTERS FOR 8-1500 KW MOTORS (1 SET), 
PUMPS 200,000 MTD (8). 

6. POST COMMENT: SUBJECT PROJECT SHOULD NOT BE 
CONFUSED WITH GOOI RI PROJECT REPORTED SEPARATELY. 
HABIB 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER SUPPLY SYSTEM, PROGRAMS (PROJECTS), WATER PIPELINES, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SEOUL04842 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740201-0929 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974071 8/aaaaaouf. tel 

Line Count: 114 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: A. STATE A-3450 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 JUN 2002 by thomasv0>; APPROVED <21 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: RELOCATION OF SEOUL METROPOLITAN WATER INTAKES 
TAGS: BEXP, BGEN, EAID, EFIN, KS 
To: COM 
Type: TE 
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